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COLLOIDS IN BIOLOGY AND MEDICINE

FIG. 38.   The Kgated leg (right) of the frog is edematous.
(From M. H. Fischer.)
Reproduced from Fischer's " Oedema and Nephritis," second edition, by permission of Messrs.
John Wiley & Sons, Inc.